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Treasury Department, 


BUREAU OF THE MINT, 


Washington, D Chica, POORER at rr es 


Sars 

My attention has been called to the matter of overtime on 
the part of the adjusters by an item in The Philadelphia Press 
of December 7. 

In view of the authority given about the first of July for 

an inerease in the foree of adjusters, for the special reason 
that such an inetedae would obviate the necessity of oxertime, 
I did not suppose that it was now necessary to continue the work 
of the adjusters after daylight. I remember, too, that the 
same object was supposed to be secured by the enlargement of the 
adjusting room, so as to admit of one shift instead of two. 

For obvious reasons the employment of two shifts is very 
undesirable, and I hope you can find means to accomplish all 
necessary work with one shift, even if a few inereases become 
necessary. 

Very respectfully, 
oat 


Direetor of the Mint. 






Hon. Daniel M,. Fox, 
Superintendent U.S. Mint, 
Philadelphia, 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
December 8, 1887 


Sir: 


My attention has been called to the matter of overtime on the part of the adjusters by an 
item in The Philadelphia Press of December 7. 


In view of the authority given about the first of July for an increase in the force of 
adjusters, for the special reason that such an increase would obviate the necessity of overtime, I 
did not suppose that it was now necessary to continue the work of the adjusters after daylight. I 
remember, too, that the same object was supposed to be secured by the enlargement of the 
adjusting room, so as to admit of one shift instead of two. 


For obvious reasons the employment of two shifts is very undesirable, and I hope you can 
find means to accomplish all necessary work with one shift, even if a few increases become 
necessary. 


Very respectfully, 
James P. Kimball 
Director of the Mint. 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


